FY 2022: Year In Review 


CON Applications and Non-Applicability Requests Processed 


Approved for 
Proposed Capital Costs Approved Less or Denied 
Conditionally 


Number of 


T f Project 
ER ONES Applications/Requests 


Equipment $106,419,965 
Hospital & LTCH SO 
ICF/SNF $38,797,579 
RCF/ALF $113,940,085 
2 Categories of Care $31,827,761 
SUB-TOTAL $290,985,390 


Non-Applicability Po 989,049,524 049,524 


Apps RCF/ALF SNF/ICF 
& Reqs Beds Beds 
Full Applications 


New Facility 
Add Beds 


Expedited 
Applications 


Bed Purchase 


Bed Replacement 


Renovate/ Modernize 


Non-Applicability 
10-Bed/10% 
<$600,000 
Non-Substantive 


CON - Certificate of Need *5943 DT was approved to renovate/modernize an existing 88-bed ALF and 
RCF - Residential Living Facility 167-bed SNF. After project completion the applicant plans to delicense 76 
ALF- Assisted Living Facility SNF beds. The SNF beds are reflected as renovate/modernize 167 SNF beds in 


ICF - Intermediate Care Facility Mehie table, 
SNF - Skilled Nursing Facility 
LTCH - Long-Term Care Hospital 


